20      DOCKETED ITEMS

9107080119 Advises that on 910625 while remotely inserting new fuel element into po-
sition in core.element fell off tool onto top grid.Element retrieved undamaged.Element
cleaned & minor external scratches polished & reinserted into postion.
ROWE.J.M. National Institute of Standards & Technology (formerly National Bureau of
Standa. 91/07/03. Document Control Branch (Document Control Desk). 1p.
58389:195-58389:195.

DOCKET 50-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBIA

F. Security, medical, emergency & fire protection plans

9107120087 Forwards physical security insp rept 50-186/91-01 on 910619-21 .No viola-
tions noted.

GREGER.LR. Region 3 (Post 820201). 91/07/02. RHYNE.J.J. Missouri, Univ. of, Co-
lumbia, MO. 1p. 58381:156-58381:159.

-9107120091 Insp rept 50-186/91-01 on 910619-21.No violations noted. Major areas
inspected:physical security plan.procedures & revs.protection of special nuclear matl
of moderate strategic significance & rept of safeguards events.
BELANGER.J.L, CARLSON.D.M.. CREED.J.R. Region 3 (Post 820201). 91/07/01.
3pp. 58381:157-58381:159.

9107240280 Informs that review of 901008 Itr.re change in physical security plan for
unit,increases safeguards effectiveness & acceptable.

ADAMS.A. Non-Power Reactors, Decommissioning & Environmental Proj. Dir. (Post
901216). 91/07/18. RHYNE.JJ. Missouri, Univ. of, Columbia, MO. 2pp. 58515:115-
58515:116.

Q. Inspection reports, !E Bulletins & correspondence

9107120087 Forwards physical security insp rept 50-186/91-01 on 910619-21.No viola-
tions noted.

GREGER.LR. Region 3 (Post 820201). 91/07/02. RHYNE.J.J. Missouri, Univ. of, Co-
lumbia, MO. 1p. 58381:156-58381:159.

-9107120091 Insp rept 50-186/91-01 on 910619-21 .No violations noted Major areas
inspected:physical security plan.procedures & revs.protection of special nuclear matl
of moderate strategic significance & rept of safeguards events.
BELANGER.J.L, CARLSON.D.M., CREED.J.R. Region 3 (Post 820201). 91/07/01.
3pp. 58381:157-58381:159.

9107240162 Forwards material control & accountability insp rept 50-186/91-02 on
910619-21 & notice of violation.EncIs withheld ref 10CFR2.790.
GREGER.LR. Region 3 (Post 820201). 91/07/17. RHYNE.JJ. Missouri, Univ. of. Co-
lumbia, MO. 2pp. 58498:020-58498:021.

DOCKET 50-188 KANSAS STATE UNIV. RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9107110007 Advises that 910411 rev to facility physical security plan appear to enhance
security of facility & acceptable for implementation.

BEACH.A.8. Region 4 (Post 820201). 91/07/05. FAW.R.E. Kansas State Univ., Man-
hattan, KS. 2pp. 58366:213-58366:214.

9107240055 Submits comments re facility research reactor emergency plan.Review indi-
cates proposed changes do not decrease effectiveness of currently approved plan &
plan maintains compliance w/regulations.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proi. Dir.
(Post 901216). 91/07/15. FAW.R.E. Kansas State Univ., Manhattan, KS. 3pp.
58521:262-58521:264.

V. Operator Examinations

9107020319 Advises that effective 910618.MJ Burger will replace DJ Whitfill as reactor
supervisor for univ reactor.

FAW.R.E. Kansas State Univ., Manhattan, KS. 91/06/18. Region 4 (Post 820201). 1p.
58279:339-58279:339.

DOCKET 50-206 SAN ONOFRE NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9107120017 Forwards insp repts 50-206/91-12,50-361/91-12 & 50-362/91-12 on
910506-10.One violation noted but not cited.

REESEJ..H. Region 5 (Post 820201). 91/06/26. RAY.H.B. Southern California Edison
Co. 4pp. 58381:084-58381:093.

-9107120031   Insp  repts 50-206/91-12,50-361/91-12  &  50-362/91-12  on  910506-
0605.Violation noted but not cited. Major areas inspected:emergency preparedness
program including protective action decision making & notifications.
QUALLS.P.M. Region 5 (Post 820201). 91/06/26. 6pp. 58381:088-58381:093.

9107080280 Forwards Safeguards Insp Repts 50-206/91-18,50-361/91-19 & 50-362/
91-18 on 91061(M4.No violations or deviations noted. Repts withheld (ref
10CFR73.21).

REESE.J.H. Region 5 (Post 820201). 91/07/01. RAY.H.B. Southern California Edison
Co. 3pp. 58393:019-58393:021.

9107150324 Revised offsite emergency response plans.consisting of inserting instruc-
tions for Annex I.J & L into State of CA highway patrol section in Vol 3.
* Southern California Edison Co. 91/07/03. 6pp. 58458:216-58458:222.

9107290144 Extends invitation to attend scenario group team meetings for plant inges-
tion pathway exercise on 911120 & table top exercise on 911121.
POWERS.R.C. California, r        '  ~-----------------------......-------

2pp. 58591:134-58591:135.

State of. 91/07/08. MCCLELLAND,VJ. Energy, Dept of.

9107220282 Forwards Rev 7A to security force training & qualification plan.Rev with-
held.

KRIEGER.R.W. Southern California Edison Co. 91/07/10. Document Control Branch
(Document Control Desk). 1p. 58515:204-58515:204.

I. Financial information

9107310138 Forwards revised "SONGS 1 Cost-Effectiveness Analysis" for info.Revised
analysis.in response to State of CA Public Utils Commission proceeding known as bi-
ennial resource plan update.

RAY.H.B. Southern California Edison Co. 91/07/10. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 58613:047-58613:187.

-9107310143 "SONGS 1 Cost-Effectiveness Analysis."

*  Southern California Edison Co. 91/07/31. 150pp. 58613:050-58613:187.

P. Operating license stage documents & correspondence

9107010113 Notification of 910709-10 meeting w/SCE in Irvine.CA to discuss details &
requirements for ECCS Tech Specs license amend request.

BRADFUTE.J.O. Project Directorate V. 91/06/25. DYER.J.E. Project Directorate V.
2pp. 58261:355-58261:356.

9107020213 Discusses plans for development of Tech Specs on RCS average coolant
temp.

ROSENBLUM.R.M. Southern California Edison Co.  91/06/26.  Document Control
Branch (Document Control Desk). 2pp. 58347:199-58347:200.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107050194 Submits info re status of integrated resolution of SEP Topic VI-7-C.2 re fail-
ure mode analysis & Reg Guide 1.97 issues.Evaluation expected to be completed by
910930.

ROSENBLUM.R.M.  Southern California Edison  Co.  91/07/01.  Document Control
Branch (Document Control Desk). 12pp. 58388:271-58388:282.

9107110104 Discusses revised submittal schedule for individual plant exam.per 900802
&900312ltr.

ROSENBLUM.R.M.  Southern California Edison  Co.  91/07/05.  Document Control
Branch (Document Control Desk). 2pp. 58411:023-58411:024.

9107180025 Concurs w/ultimate resolution of SBLOCA & requests notification when
proposed plant mods are completed.Ltr & evaluation of SBLOCA viewed as justifica-
tion for continued operation until next refueling outage.

KALMAN.G. Division of Reactor Projects - III.IV.V (Post 901216). 91/07/08. RAY.H.B.
Southern California Edison Co. 2pp. 58456:207-58456:208.

9107170268 Forwards safety evaluation re station blackout.Facility not in conformance
w/station blackout rule as supplemented by guidance provided by Reg Guide 1.155 &
NUMARC 87-00.Response requested within 60 days.Technical evaluation rept encl.
KALMAN.G. Project Directorate V. 91/07/10. RAY.H.B. Southern California Edison
Co. 2pp. 58440:273-58440:312.

-9107170271 Safety evaluation re station blackout.Facility does not conform w/station
blackout rule.Licensee should reevaluate areas of concern identified in SER.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/10. 10pp.
58440:275-58440:284.

-9107170275 "Technical Evaluation Rept San Onofre Generating Station Unit 1 Station
Blackout Evaluation." Rept not dtd.

*  Science Applications International Corp. (formerly Science Applications, Inc.). 91 /
07/10. NRC - No Detailed Affiliation Given. 28pp. 58440:285-58440:312.

9107190109 Requests for addl info re inadequate core cooling monitoring sys for facility
units 1 & 2.

KALMAN.G. Project Directorate V. 91/07/10. RAY.H.B. Southern California Edison
Co. 3pp. 58457:239-58457:241.

9107250263 Revises schedule for submitting thermal shield neutron & acoustical noise
acceptance criteria.

NANDY.F.R. Southern California Edison Co. 91/07/16. Document Control Branch
(Document Control Desk). 3pp. 58576:084-58576:086.

9107250265 Reschedules submittal of amend application to revise trisodium phosphate
& B limits at facility.unit 1.

NANDY.F.R. Southern California Edison Co. 91/07/16. Document Control Branch
(Document Control Desk). 2pp. 58576:087-58576:088.

9107250267 Provides eleventh edition of integrated implementation schedule for facility.
NANDY.F.R. Southern California Edison Co. 91/07/16. Document Control Branch
(Document Control Desk). 8pp. 58575:201-58575:208.

9107240077 Forwards Amend 14 to SCE-1-A, "QA Program." Change updates organi-
zational structure.titles & responsibilities as result of senior mgt realignments.
ROSENBLUM.R.M. Southern California Edison Co. 91/07/19.  Document Control
Branch (Document Control Desk). 3pp. 58552:091-58552:189.

-9107240080 Amend 14 to SCE-1-A, "QA Program."

KATZ.B., RAY.H.B. Southern California Edison Co. SCE-1-A A 14. 91/07/31. 78pp.
58552:094-58552:189.

9107300198 Identifies schedule for re-performing large break LOCA analysis using
modern methods & practices & revised RCS volumetric info.Reanalysis will be com-
plete prior to restart from Cycle 12 refueling outage.

ROSENBLUM.R.M. Southern  California Edison Co. 91/07/29.  Document  Control
Branch (Document Control Desk). 2pp. 58609:012-58609:013.

Rept" W/910722 Itr.
